3D TECH 

Precision Machining Technology 
3d (fainting Service Hartford Ct 

3D Tech, Inc. is a fabricating and machining shop. We have been in business since mid 90's and have 
built an excellent reputation as a honest, high quality, dependable supplier. 

Incorporated in 1997, 3D Tech, Inc. is a machine shop equipped with state-of-the-art machinery 
including automated CNC centers coupled with a Master Cam and Bobcad cam system. We have 
numerous CNC mills and CNC lathes machines. Various processes make us competitive and 
responsive to the needs of our customers. 3D Tech has built an excellent reputation as an honest, 
high quality, dependable supplier. 

We service the eyelet, aircraft, 
automotive, medical, photo processing, 
and robotics industries, among others. 
Therefore, we possess the capabilities to 
produce a variety of products such as 
fixtures, production work, and tools. 

We can produce machine parts in virtually 
any configuration using a broad range of 
materials such as steel, stainless steel, 
aluminium, brass, titanium, and a variety 
of plastics. 

CHC Milling, Aerospace Components and3<D (Printing 

Here at 3D Tech, Inc. we work with a variety of clients from many different industries for all of their 
CNC and Fabrication needs. Our state of the art machinery and expert engineers can work with you 
to take your project to the next level. 

CNC Lathes 

1. Mighty VT25 35 Hp turning center 12" chuck Capacity 3" Through Spindle. 

2. Production Lathe, Topper TNL100A 20Hp 2" Throughspindle, Bar feeder BF1200 and part 
catcher. 

3. Production Lathe Kia 15 l"7/8 Through spindle, SMW Bar feeder and part catcher. 




4. Kia 21 LM Turning Center with milling Capability, 2"5/8 Through spindle with bar feeder 
and part catcher. 

3<D (Printing 

Uprint Plus , Fuse Deposition Modeling FDM color 3D printer, capacity 8X8X6. 
Email your file and we will print them. 




ONC Mills 

1. Johnford SV24 22" by 32" table Geared head 8000rpm spindle, 24 tools arm type 

2. Mighty #COMET 1000, 22" per 42" table 22 tools 

3. Fanuc Robodrill machining center 31i Control. 

QuaCity Control Equipment 

Suburban # Master View Optical Comparator, With Quadra-Chek 200 

Complete Sets of Gage Blocks and Plug Gages Thread Gages 
All Other Standard QC Equipment 
Starret Surface Plate 24" per 36" 

2 AO Microscopes 



For more information please visit 
http://www-3dtech-inc-com 



